_______DEFENCE BY DAY AND BY NIGHT
German  casualties  by night  approaches  that by
day.'
A later Ministerial statement may also be quoted,
though it belongs to the year 1941. Speaking in
London on February 25, Sir Archibald Sinclair, the
Secretary of State for Air, said: 'We can promise no
immunity from night bombing. On the contrary, as
the weather improves we must expect the Germans
to resume their attacks on a greater scale than ever.
They will fail again as they have failed before, and
we shall spare no effort, and our pilots will refuse no
risk, to make their attacks progressively more costly
to the enemy.'
The Solution a Gradual One
Only a gradual improvement is to be expected in
view of the particular difficulties to be overcome in
the three-dimensional space that is concerned. Some-
thing is needed that will enable the hunter to Tee?
for his quarry where visual perception is but rarely
practicable. Suppose resort is had to the magic of the
latest science that enables, for instance, the homing
air liner to reach its aerodrome in fog. The blind-
landing which the Lorenz beacon has made practi-
cable might possibly be the inspiration for the de-
velopment of some kind of new device that will
enable the night-bomber to be detected. But such a
scientific advance would be only the beginning of
the story*
To enable the gun-crew or fighter pilot to make
contact with the raider in the dark the scientist's
device must first be made, not indeed fool-proof, but
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